ETag: "fa807750aa699a306b410c88ac188a0c"
accept-encoding: identity
authorization: LOW BqkdJkc8PJ1YqV61:REDACTED_BY_IA_S3
connection: close
content-length: 4740
content-type: application/x-www-form-urlencoded
host: s3.us.archive.org
user-agent: Python-urllib/2.6
x-archive-auto-make-bucket: 1
x-archive-meta-case-cause: 42:12101 Americans with Disabilities Act
x-archive-meta-case-name: US Equal Employment Opportunity Commission v. Hospital Housekeeping Systems of Houston, Inc.
x-archive-meta-collection: usfederalcourts
x-archive-meta-court: caed
x-archive-meta-description: <a href="http://www.archive.org/download/gov.uscourts.caed.229578/gov.uscourts.caed.229578.docket.html">Click here</a> to see available docket information and document downloads for this case.  If you need the complete docket, you should consult PACER directly.
x-archive-meta-docket-num: 1:11-cv-01658-LJO-DLB
x-archive-meta-language: eng
x-archive-meta-mediatype: texts
x-archive-meta-nature-of-suit: Civil Rights: Americans with Disabilities - Employment
x-archive-meta-pacer-case-num: 229578
x-archive-queue-derive: 0
x-upload-date: 2013-03-14T07:49:13.000Z
